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D3794-1 GASKET DETAIL A 


SCALE 8X 


0.53x0.78 
OBROUND 
2PL 


(TYP 2 PLS) 


DETAIL A 


D3794-3 GASKET 


NOTES: 
1) MATERIAL: BLACK NEOPRENE SHEET, 1/16 THICK, 60 DUROMETER 
(REF DART SPEC. M-NEQ60-S.063) 
) FINISH: NONE 
) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
) UNITS: INCHES UNLESS OTHERWISE NOTED 
) BREAK SHARP EDGES: N/A 
) IDENTIFICATION: IDENTIFY WITH DART P/N "DXXXX-X" USING WHITE FINE POINT PERMANENT INK MARKER OR LABEL 
) WEIGHT: D3794-1 - 0.23 LBS, D3794-3 - 0.22 LBS 
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